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CONFIDENTIAL ROME 14187 

E.O. 11652: GDS 
TAGS: MARR IT 

SUBJECT: LORAN-C MONITORING STATION-CAPO RIZZUTO 

REF: STATE 137479 

EMBASSY HAS RECEIVED NOTA VERBALE FROM MINISTRY OF FOREIGN 
AFFAIRS APPROVING PROPOSED ESTABLISHMENT OF LORAN-C MONITORING 
STATION AT CAPO RIZZUTO. EMBASSY TRANSLATION FOLLOWS: 
"CONFIDENTIAL 054/0697 29 JULY 1978 

NOTA VERBALE 

" THE MINISTRY OF FOREIGN AFFAIRS HAS THE HONOR 
TO EXPRESS ITS AGREEMENT TO THE PROPOSAL CONTAINED 
IN THE NOTE OF THE EMBASSY OF THE UNITED STATES OF 
AMERICA NO. 318 DATED JUNE 8, 1978. 

" THE MINISTRY OF FOREIGN AFFAIRS WILL PREPARE 
A NEW PROTOCOL TO BE ADDED TO THE BILATERAL INFRA- 
STRUCTURE AGREEMENT, IN ACCORDANCE WITH THE REQUESTED 
CHA GE. 

" THE MINISTRY OF FOREIGN AFFAIRS EXPRESSES ITS 
HIGHEST REGARD TO THE EMBASSY OF THE UNITED 
STATES". 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 ROME 14187 030223Z 

ORIGINAL OF NOTE AND PROTOCOLS, WHEN SIGNED, WILL BE 
FORWARDED TO THE DEPARTMENT.HOLMES 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MONITORING, LORAN 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ROME14187 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D78031 8-0300 
Format: TEL 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978081 02/aaaadhpg. tel 

Line Count: 57 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 770c0358-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION PM 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 137479 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 18 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1546813 
Secure: OPEN 
Status: NATIVE 

Subject: LORAN-C MONITORING STATION-CAPO RIZZUTO 
TAGS: MARR, IT 
To: STATE 
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